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1. ARTICLE 378 HAS BEEN MODIFIED TO REMOVE THE SUPPER 
TANK FLOAT VALVE PER REFERENCE A, PARA 2. RESULTS WERE 
SATISFACTORY. 

2 S /B 557 HAS BEEN ISSUED TO REMOVE THE FLOAT VALVE, 

ADO CHECK VALVES, AND ROTATE THE SNIFFLE VALVES. THIS WILL 

APPLY TO ALL ARTICLES WITH SLIPPERS. 

3 . IN VIEW OF ABOVE, ECP 97 SHOULD BE CANCELLED, ALTHOUGH 

TO SLIPPER STRIPPER PUMPS WERE PROCURED FOR ANTICIPATED TESTS 
BUT WERE NOT USED. 
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